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Message Text 


UNCLASSIFIED 

PAGE 0 1 CARACA 11991 072 1 35Z 

14 

ACTION ARA-10 

INFO OCT-01 EB-07 ISO-OO /018W 

107173 

R 072017Z OCT 76 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5068 

UNCLAS CARACAS 11991 

PASS TO OED/MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BEXP, BENC, VE 

SUB J : MAJOR EXPORT PROJECTS-QUARTERLY STATUS REVIEW 
REF: STATE A-4217, 10FAM164.2 

EMBASSY HAS REVIEWED LIST OF OUTSTANDING MAJOR PROJECTS 
RECEIVED AS ENCLOSURE WITH REFAIR. STATUS IS AS FOLLOWS: 

PROJECT (1) ZULIA STEEL PLANT 

COMMENT: SEE CARACAS 10126. 

PROJECT (2) URBANTE-CAPARO HYDOR 

COMMENT: NO NEW REPORTING. WILL REPORT FURTHER AS PART OF 
ANALYSIS OF JUST PUBLISHED NATIONAL HYDROLECTRIC PLANT. 

PROJECT (3) CEMENT PLANTS 
COMMENT: SEE CARACAS 1 1074 AND 1 1379. 

PROJECT (4) ZULIA INDUSTRIAL EXPANSION 

COMMENT: SEE CARACAS 10126. WILL SUBMIT ADDITIONAL REPORT ON 
COAL PROJECT. SEE ALSO REPORTING FROM AMCONSUL MARACAIBO. 

PROJECT (5) TELEPHONE AND TELEX EXPANSION 
COMMENT: SEE CARACAS 10709. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 CARACA 11991 072 1 35Z 
PROJECT (6) GURIDAM 
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COMMENT: SEE CARACAS 8285 AND PERVIOUS. MORRISON-KNUDSEN 
LEADS US CONSORTIUM AGAINST THREE OTHERS BIDDING FOR EXPANSION 
PROJECT DUE LATER THIS YEAR. 

PROJECT(7) LA GUAIRA PORT 
COMMENT: SEE CARACAS 10661. 

PROJECT (8) CARACAS SUBWAY 

COMMENT: SEE CARACAS 1 1294 AND PREVIOUS. 

PROJECT (9) RAILROAD DEVELOPMENT 
COMMENT SEE CARACAS 1 1727 AND PREVIOUS. 

PROJECT (1) PREFAB SCHOOL BUILDINGS 
COMMENT: NOTHING NEW. DROP CASE. 

PROJECT (11) PETROLEUM INDUSTRY 
DEVELOPMENT 

COMMENT: NO NEW REPORTING. 

PROJECT (12) COAL-COKE-GAS THERMOELECTRIC PLANT 
COMMENT: NO NEW REPORTING. 

PROJECT (13) OXYGEN PLANT 

COMMENT: NO NEW REPORTING. DROP CASE. 

COMMENT: IN MOST CASES, REPORTING IS CURRENT. AS NOTED ABOVE 
EMBASSY WILL PURSUE HYDROELECTRIC PROJECTS FURTHER. THE 
TELEPHONE AND TELEX EXPANSION PROGRAM BEARS CLOSE WATCHING. 
THE ZULIA INDUSTRIAL EXPANSION CONSISTS OF A STEEL MILL, 

ITEM 1 ABOVE, COAL MINING, AND THE COAL/COKE THERMAL PLANT, 

ITEM 12. 

VAKY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 OCT 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA1 1991 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760379-0996 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 074/aaaaclum. tel 

Line Count: 94 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE A-421 7 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 AUG 2004 by barnescd>; APPROVED <17 DEC 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR EXPORT PROJECTS-QUARTERLY STATUS REVIEW 
TAGS: BEXP, BENC, VE 
To: COM 
Type: TE 
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